ILLINOIS CAMERA SHOP, GALESBURG, ILL. 


The Denver "Zephyrs" run between Chicago 
and Denver, 1034 miles, in less than 16 hours. 
These fine streamliners stop at Galesburg. 
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Famous "Denver Zephyr" and C. B, & Q. R. R. Station, Galesburg, Ill. 
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